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POWER CONNECTIONS 
TO 14 AND 15 TELETYPEWRITER 
TERMINALS 


1. GENERAL 


1.01 This section shows the power connections to the No. 14 
and No. 15 Teletypewriter Terminals. 


1.02 This section is reissued to bring cord codes, colors and 
plug codes up to date. In addition table ‘showing M 
plans commonly used with corresponding PM plans was added 
and plans PM2.17 through PM2.23 were added. 
1.03 The following plans are shown: 


Plan 
Number Title 


M2.01 14 or 15 Type TTY—Neg. Grounded or Non- 
Grounded 13, Vv. D- Switch Mot. Cont. 

PM2.02 14 or 15 Type TTY—Neg. Grounded. or Non- 
Grounded 115 V. D-C—Remote Mot. Cont. 

PM2.03 14 or 15 Type TTY—Pos. Grounded 115 V. D-C— 
Switch Mot. Cont. 

PM2.04 14 or 15 Type TTY—Pos. Grounded 115 V. D-C— 
Remote Mot. Cont. 

PM2.05 14 or 15 Type TTY—115 V. A-C or D-C without 
line relay and local test. 

PM2.06 14 or 15 Type TTY—115_V. A-C—TTY Mot. Con- 
trolled by Mot. Cont. Contacts or Power Switch 
External to TTY. 

PM2.07 14 or 15 Type TTY—115 V. A-C—Mot. Gen. or Rect. 
Controlled by Mot. Cont. Contacts (14 TTY only) 
or Power Switch in TTY. 

PM2.08 14 or 15 Type TTY—120A1 Set 

PM2.09 14 or 15 Type TTY—128A1 Set or 128B1 Set 
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Plan 
Number 


PM2.10 


PM2.11 
PM2.12 
PM2.13 


PM2.14 
PM215 


PM2.17 


PM2.18 
PM2.19 
PM2.20 
PM221 
PM222 
PM2.23 
PM401 
PM4.02 
PM4.03 
PM4.04 


PM4.05 
PM4.06 


Tits ‘ 


14 or 15 Type TTY—115 V. A-C—Mot. Gen. Con- 
trolled by TTY Power Switch—Pos. or Neg. Power 
Supplied to Line—Prot. Grd. on TTY (See PM2.07, 
when Prot. Grd. Is Omitted) 

15 Type TTY—130A1 Set 

14 Type TTY—130A1 Set 

15 Type TTY—Type A Polarential Station—With- 
out Prot. Grd. on TTY—155 V. A-C. 

15 Type TTY—Type A Polarential Station—With 
Prot. Grd. on TTY—115 V, A-C 

14 Type TTY—Type A Polarential Station—With- 
out Prot. Grd. on TTY—115 V. A-C. 

14 Type TTY—Type A Polarential Station—With 
Prot. Grd. on TTY—115 V. A-C. 

15 Type TTY—15 P Table—l1S V, A-C—Switch 
Motor Control 

15 Type TTY—15 P Table—115 V. A-C—Remote 
Motor Control 

15 Type TTY—15 P Table—Neg. Grounded or Non- 
grounded 115 V. D-C—Switch Motor Control 

15 Type TTY—15 Pp Table—Neg. Grounded or Non- 
Brounded 115 V. D-C—Remote Motor Control 

15 Type TTY—15 P Table—Pos. Grounded 115 V. 
D-C—Switch Motor Control 

15 Type TTY—15 P Table—Pos, Grounded 115 V. 

-C—Remote Motor Control 

15 Type TTY—15 P Table—l15 Vv. A-C or D-C 
Without Line Relay and Local Test 

15N | Table—Neg. Grounded or Non-Grounded— 
115 V. D-C—Switch Motor Control 

15N Table—Pos. Grounded 115 V. D-C—Switch Mo- 
tor Control 

ISN Table—115 V. A-C—Switch or Remote Motor 
Control 

15N Table—I5D Control Panel—Line Current from 
Central Office—115 V. A-C—Switch Motor Control 

15N Table—130A1 Set 

1SN_ Table—Neg. Grounded or Non-Grounded 
115 V. D-C—Remote Motor Control 


Plan 

Number Title 

PM407 15N Table—Pos. Grounded 115 V. D-C—Remote 
Motor Control 

PM408  15N Table—I15 V. A-C or D-C—Without Line Re- 
lay and Local Test—128Al Set or 128C1 Set 
(115 V. A-C only) 

PM409  15N Table—120A1 Set (See M2.04) 

PM410 15N Table—Type A Polarential Station 

PM411  15N Table—120C1, 120C2 or 120D1 Set—115 V. A-C 

PM412 15N Table—I20Cl, 120C2 or 120D1 Set— Neg. 
Grounded or Non-Grounded 115 V. D-C 

PM413 15N Table—120C1, 120C2 or 120D1 Set—Pos. 


Grounded 115 V. D-C 
PM414 ISN Table—120Cl, 120C2 or 120D1 Set (without line 
relay in TTY) or 128Cl (unattended service) 
Note: For D-C areas see M Plans as follows: 
(a) 240 opm—100 V. to 130 V., D-C 
M103, 14, F, N, S, W, Typing Units 
M203, 1SB Motor Unit 
M226, 15K Motor Unit 


(b) 368 opm—100 V. to 111 V., or 125 V. to 130 
V., D-C 


M104, 14E, F, N, S, W, Typing Units 
M2.04, 15B Motor Unit 
M227, 15K Motor Unit 


PM2.02—14 or 15 Type TTY— 


PM2.01—14 or 15 Type TTY— 
rae Neg. Grounded or 


Neg. Grounded or 


Non-Grounded 115 
Vv. D-C — Switch 
Mot. Cont. 
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Non-Grounded 115 
Vv. D-C — Remote 
Mot, Cont. 
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_PM2.03—14 or 15 Type TTY— 
Pos. Grounded 115 
Vv. D-C — Switch 


Mot. Cont. 
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PM2.05—14 or 15 Type TTY— 
115 V. A-C or D-C 
without Line Relay 
and Local Test. 


Try Teas, 


PM2.04—14 or 15 Type TTY— 
Pos. Grounded 115 
V. D-C — Remote 


Mot. Cont. 
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EM ra 15 Type TTY— 
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Mae Coacallad by 
Mot. Cont. Contacts 
or Power Switch 
External to TTY. 


TTY TERMS 


PM2.07—14 or 15 Type TTY— 

— 15 V. A-C — Mot. 
Gen. or Rect. Con- 
trolled by Motor 
Control Contacts (14 
TTY only) or Power 
Switch in TTY. 


PM206—I4 or 15 Type TTY— 
120A1 Set. 
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PM2.09—14 or 15 Type TTY— PM2.10—14 or 15 Type TTY— 
128A1 Set. ——— 115 V. A-C— Mot. 

Gen, Controlled by 

TTY Power Switch 

— Pos. or Neg. 

Power Supplied to 

Line—Prot. Grd. on 

TTY (See PM2.07 

when Prot. Grd. is 


omitted). 
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PM2.12—14 Type TTY—130A1 Set. 
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PM213—15 Type TTY—Po- PM214—15 Type TTY—Po- 


larential Station — larential Station — 
without Prot. Grd. with Prot. Grd. on 
on TTY—1I5 V. TTY—us V. A-C. 
A-C. 
P 0 
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PM2.15—14 Type TTY—Po- PM2 PM216—14 Type TTY—Po- 
larential Station — larential Station — 
without Prot. Grd. with Prot. Grd. on 
on TTY —115 V. TTY—iIs V. A-C. 
A-C. 
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PM217—15 Type TTY—1SP PM2.18—15 Type TTY—1sP 
Table—l15 V. A-C Table—115 V. A-C 


— Switch Motor — Remote Motor 
Control. Control. 
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PM2.19—15 Type TTY — PM220 — 15 Type TTY 
15sP Fable — Neg. 15P Table — Ne; 


ercanied or Non- Grounded or Non- 
Grounded 115 V. D-C Grounded 115V.D-C 
— Switch Motor — Remote Motor 
Control. Control. 


ry TERMS. 


PM221 — 15 Type TTY — PM222 — 15 Type TTY — 
15P Table — Pos. 15P Table — Pot 


Grounded 115V.D.C. Grounded 115V.D-' 
Switch Motor — Remote Motor 


‘Control. Control. 


a oly TERMS 
FRAME 21 23) 
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ie Type TTY—1SP 
Table — 115V. A-C 


or D-C Without 
Line Relay and 
Local Test. 
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PM4.01—ISN Table — Neg. PM4.02—15N Table — Pos. 
Grounded or Non- Grounded 115V.D-C 


Grounded 115V.D-C — Switch Motor 
= Switch Motor Control, 
Control. 
TY 16s 
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PM4.03—1SN Table — 115V. PM4.04—15N Table—15D Con- 

A-C — Switch or trol Panel — Line 

Remote Motor Con- Current from Cen- 

trol. tral Office — 115V. 
A-C — Switch Mo- 
tor Control. 


u28t cond 
UFR DISC, 
OR M2CN CORD 


221 PLUG RED SHELL 
0 (MFR. OISC., OR 

(UFR OISC ipa 221 PLUG RED SHELL 3478 PLUG 

W206 CORD with (WFR DISC), OR 

MUBBELL 1092 CAP 347A PLUG 


PM4.05—ISN Table — 130A1 
Set. 


ex 
conor 


PM4.06—ISN Table — Neg. PM4.07—I5N Table — Pos. 


Grounded or Non- Grounded 115V.D.C. 
Grounded 115V.D-C —Remote Motor 
—Remote Motor Control. 

Control. 


(TV TERMS 


PM4.08—15N Table — 11SV. PM4.09—ISN Table — 120A1 
A-C or D-C—With- — Set. 
out Line Relay. 


srry TeRus, 


lon |W 
* 

PM4.10—15N Table—Polaren- 'M4.11—15N Table — 120C1, 

tial Station. 120C2 or 120D1 Set 


—lsV. A-C. 
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PM4.12—15N Table — 120C1, PM4.13—15N Table — 120C1, 


120C2 or 120D1 Set 120C2 or 120D1 Set 
—Neg. Grounded or —Pos. Grounded 
Non-Grounded115V. SV. D-C. 


D-c. 


PM4.14—15N Table — 120C1, 
120C2 or 120D1 Set 
(Without Line Re- 
lay in TTY) or 
128C1 or 128C2 Set 
(Unattended Serv- 
ice). 


